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PROJECT  icon  RECORD  CARD 


1.  DATE  . 

Ifl  Oct  55 


3.  OATE'TIIAC  filKHlP 
Local 


nuTl9/OglflZ 


% LOCATION 

I 

Rinnlpegf  Manitoba^  Canada 


a TYPE  OP  OOSEItVATION  . . 

dCCM*N»^VlMi«l  O GcovmJ'Ro^ar 

!• 

□ Aii»Viaual  O Alr-lntorco^t  RoJor 


S.  PHOTOS 


O Y«o 


7.  LENGTH  OP  OMMVATIOM^ 


1 hr  15  aln 


4.  SOURCE 


■lUtarr  and  elTilian 


a MJMER  OP  OaJECTS 


».  BRIEP  SUMMAIIY  OP  SMMIMO 

[Dhahle  to  dctendJio  obopo,  tut  obj  had  flaah- 
Ing  red,  grew  R omgo  Bed  & green 

ligfata  voald  flash  then  the  red  ll^te  loald  be 
replaced  by  a flaahlBg  orange  li^te.  Mored 
fast  In  a N dlreeticm*  a/X  results  > negatlTe. 


».  COURSE 


JSL 


12.  CONCLUSIONS 

Wo«  SotlooA 
Probably  Bdloon 
Q Potiibly  BoHoan* 

P Wtit  'Aircrdt 
P Probably  Alrcrolt 

□ Regmiyy  AUcroft 

s 

Was  Astrofiomicol  AXtZ'tULniB 

□ Probobly  Attrartoifticol 
O Possibly  Astfonomical 

□ OtKar 

□ Insufficisnt  Data  for  Evolootlon 

□ Unk  nown 


IK  COUMiNTS 

O 

Arcturus  at  310  az. 


J 


ATIC  POBM  Ml  OIBV  2ft 


•S> 
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w * 
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.w 

/ 


ENGAPS3 

r / 

PP  RJEDER  RJEDWP  RJEPHQ 
r>t  RJEDNG  21 
P 2019152 


'55 


r 


FM  COMDR  916TH  ACWRON  BEAU SE JOUR  MANITOBA' 


TO  RJEDEN/CCMDR  ADC  ENT  AlR  FORC  EASE  COLORADO  SPRINGS  COLORADO 
RJEDWP/COMDR  ^ TECHNICAL  INTELLIGENCE  CENTER  WRIGHT  PATTERSON  AFP  OHIO 
RJEPHQ/DIRECTOR  OF  INTELLIGENCE  HQTRS  USAF  WASHINTCN  25  DC 


BT 

h 

m 

/UNCLASSIFIE  d/oat  877-915  PB  FOLLOWING  REPORT  SUBMITTED  IN 


ACCORDANCE  WITH  PABA  SEVEN  AF  REG  200-2  CMH  12  AUG  1954  CLH 


1«  DESCRIPTION  OF  OBJECTS!'  CA>  UNABLE  TO  DETERMINE.. SIAPE  (B)  UNABLE 


TO  DETERNINE  SITE  BUT  HAD  FLASHING  LIGHTS  APPROXIMATELY  THE  SIZE  OF 


» ' i' 


A NATCHHEAD  CC)  FLASNINGTRSN^GBSEN  AND  ORANGE  LIGHTS  CD)  ONE  CE)  N/A 


"t: 


CF)  NONE  (G)  NOTHING  VISIBLE  (H)  NONE  (I)  RED  AND  GREEN  LIGHTS  WOULD 


FLASH  AND  THEN  THE  RED  LIGHT  WOULD  EE  REPLACED  BY  A FLASHING  ORANGE 
LIGHT  (2)  DESCRIPTION  OF  COURSE  OF' OBJECTS  KAJTHE  FLASHING  LIGHTS 
(B)  320  DEGRESS  FROM  THE  OPERATIONS  TOWER  AT  STEVENSON  FIELD  WINNIPEG 
MANITOBA  (C)  APPROXIMATELY  320  DEGREES  FROM  THE  OPERATIONS  TOWER  AT 


w 


PAGE  TWO  RJEDNG  2L 

STEVENSON  FIELD  WINNIPEG  MANITOBA  (D)  MOVING  FAST  IN  A NORTHERLY 
DIRECTION  (E)  JUST  SEEMED  TO  DISAPPEAR  OVER  THE  HORIZON  CF)  ONE  HOUR 

( 

AND  FIFTEEN  MINUTES  (3)  MANNER  OF  OBSERVATION^:  C A)  GROUND  VISUAL 

<E)  BINOCULARS  <C)  N/A  C4)  TIME  AND  DATE  OF  SIGHTING;  KA)  19/C2182  i 

SEEN  EYY  CIVILIAN  CONTROL  TOWER  OPERATO  CMM  RCAF  STATION 

{ 

STEVENSON  CMM  WINNIPEG  MANITOBA  PD  19/812)32  TO  19/02282  BY  A 
CIVILIAN  IN  WINNIPEG  CMM  MANITOBA  (B)  NIGHT  (5)  LOCATIONS  OF  OBSERVERS: 


CA)  CONTROL  TOWER  CMM  RCAF  STATION  STEVENSON  WINNIPEG  CMM  MANITOBA  CMM 
CANADA  721  KILDONAN  AVE  CMM  WINNIPEG  CMM  MANITOBA  CMM  CANADA 

m r 

C6)  IDENTIFYING  INFORMATION  OF  ALL  OBSERVERS*  (A)  MR 


CMM 


( 


VINMIPEG  CMM  MANITOBA  CMM  CAN  DOCTOB  MR 


■'la  ■ ■ 


m* 


V: 


CMM  ATC  CMM  RCAF  STATION  STEVENSON  CMM  WINNIPEG  CMM 


( 


■<  ■ 

. -r-- 


* 


MANITOBA  CMM  CANADA  CMM  CONTROL  TCWER  OPERATOR  (B)  N/A  C7)  WEATHER 
AND  WINDS  ALOFT  CONDITIONS  AT  TIME  AND  PLACE  OF  SIGHTINGS  (A)  GOOD 
CB)  5,000  FEET  210  DEGREES  15  KNOTS  CMM  10,000  FEET  280  DEg'rEES  25 
KNOTS  CMM  20,000  FEET  300  DEGREES  40  KNOTS  CMM  30,000  FEET  310  DEGREES 
70  KNOTS  (C)  10,000  SCATTERED  20,000  SCATTERED  (D)  UNLIMITED  (E) 
SCATTERED  (F)  NONE  (S)  ANY  OTHER  UNUSUAL  ACTIVITY  OR  CONDITIONS  CMM 
METEOROLOGICAL  CMM  ASTRONOMICAL  OR  OTHERWISE  CMM  WHICH  MIGHT  ACCOUNT 


FOR  THE  SIGHTINGS  NO  C9)  INTERCEPTION  OR  IDENTIFICATION  ACTION  TAKEN; 


* 


PAGE  THREE  RJEDNG  2L 

UTILIZED  RCAF  JET  185  CMM  T-33  CMM  FLYING  NIGHT  NAVIGATIONAL  FLIGHT  OUT 
OF  RCAF  STATION  MCADCNALD  CMM  TO  INVESTIGATE  PD  NEGATIVE  IDENTIFICATION 
PD  AIRCRAFT  WAS  AT  NONE  THOUSAND  FEET  C12)  LOCATION  FC  ANY  AIR  TRAFFIC 
IN  THE  AREA  AT  TIME  OF  SIGHTING:  RCAF  STATION  MACDONALD  WAS  DOING  SOME 
NIGHT  FLYING  CMM  BUT  NONE  IN  THE  WINNIPEG  AREA  (ID  POSITION  TITLE  AND 
COMMENTS  OF  THE  PREPARING  OFFICER  CMM  INCLUDING  HIS  PRELIMINARY  ANA- 
LYSIS OF  THE  POSSIBLE  CAUSE  OF  THE  SIGHTING:  ALL  INFORMATION  WAS 
RECEIVED  BY  THE  DUTY  DIRECTOR  OF  THIS  ORGANIZATION  FROM  THE  DEPARTMENT 
OF  TRANSPORT  CMM  RCAF  STATION  STEVENSON  CMM  WINNIPEG  CMM  MANITOBA  CMM 
CANADA  PD  SOURCE  OF  INFORMATION  WAS  A CIVILIAN  DOCTOR  NEIL  SUTHERLAND 
CMM  AND  CIVILIAN  CONTROL  TOWER  OPERATOR  AT  RCAF  STATION  STEVENSON  CMM 
WINNIPEG  CMM  MANITOBA  CNO  CANADA  PD  NEGATIVE  ANALYSIS  OF  POSSIBLE  CAUSE 
<12 > EXISTENCE  OF  PHYSICAL  EVIDENCE  CMM  SUCH  AS  MATERIALS  AND 
PHOTOGRAPHS:  NONE 
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